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lo The attaohed appettdioa* contain diagram® of the following airfields? 

Airfield® at Carnomalj and Otok 
Airfield at S&mobor 
Airfield at Movo Meat© 

Airfield at Aldus aim 
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Airfields at CgrnOTialjam I Otok 

W 




The surface of both fields Is leveled natural 
pasture land* Neither field has any fixed installa« 
tlons or is used as a base for air units » 
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The surface of the field is composed of 
leveled * ha rd earth o Two ha ngars which were 
constructed during April 1947 

flying use was limited to a few fighters* 
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Airfield at Kov© Mesto 



The surface is leveled pasture with little 
reinforcement which becomes very muddy during a 
rain- ho hangars or other installation® * At 
the present time the flying activity of the 
field is limited to a few reconnaissance planes 
a week,. 
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Airfield at Aidusalna 
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